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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 151323 

60 

ORIGIN SCSE-00 

INFO OCT-01 ADP-00 /001 R 

DRAFTED BY SCA:SCS:DSCANDEY:BB 
8/l/73:EXT:21423 

APPROVED BY SCA:SCS:NJKRIEG 

112483 

O 012004Z AUG 73 

FM SECSTATE WASHDC 

TO USMISSION RERUN IMMEDIATE 

UNCLAS STATE 151323 

E.O. 11652: N/A 

TAGS: CDES, GW (FIELD, ERIC) 

SUBJ: DEATH OF FIELD 

REF: BERLIN 1313 

1. MISS ERMA KATZ FRIEND OF FIELD REPORTS NAME OF GOOD 
FRIEND AND HIS PHYSICIAN IN BERLIN IS DR. KARL 
TAUSCHWITZ, RUDOLPH BIRCHOW HOSPITAL, HOME TELEPHONE 
030-8037359. KATZ ATTEMPTING CALL TAUSCHWITZ TO ADVISE 
HE CONTACT CONGEN. 

2. BERNARD WALD IS EXECUTOR OF 1969 WILL. HOWEVER, HE 
BELIEVES THERE MAY BE SUBSEQUENT WILL IN GERMANY. 

1969 WILL STATED DECEDENT'S WISHES FOR CREMATION AND 
SCATTERING OF ASHES. LETTER IN WALD'S FILES FROM 
FIELD DATE FEBRUARY 2, 1972 STATES THAT FIELD GAVE 
POWER OF ATTORNEY TO HANS-GUNTER EVENIUS, 1 BERLIN 21, 
TILE-WARDENBERG STR. 8, GERMANY TO OPEN SAFE DEPOSIT 
BOX. 

3. POST REQUESTED CONTACT TAUSCHWITZ AND EVENIUS TO 
DETERMINE POSSIBLE EXISTENCE WILL OR OTHER PERTINENT 
INFORMATION. ROGERS 

UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE151323 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SCS:DSCANDEY:BB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730864/aaaabuzx.tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ORIGIN SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 73 BERLIN 1313 

Review Action: RELEASED, APPROVED 

Review Authority: boyleja 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14-Sep-2001 by elbezefj>; APPROVED <25-Jan-2002 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: DEATH OF FIELD 
TAGS: CDES, GE, (FIELD, ERIC) 

To: BERLIN 
Type: TE 
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